PHILIP MORRIS 

INCORPORATED 

RESEARCH CENTER: P.O. BOX 3D, RICHMOND, VA. 23206 /TELEPHONE (703) 275-8361 

September 5, 1969 


Mr. Howard K. Kothe 

Watson Leavenworth Kelton & Taggart 

100 Park Avenue 

New York, New York 10017 

Re: TOBACCO SUBSTITUTE AND METHOD 

MAKING THE SAME Inventor: Hind 
File 582-509A - PM 456 

Dear Howard: 


I am enclosing a suggested affidavit that might be used in the 
case named above. If this should be suitable and adequate for 
your purpose* let me know immediately and I will get Jack Hind 
to sign the affidavit. Jack is quite willing to sign such an 
affidavit and* as you can see* it was modeled on one which has 
been accepted previously by the patent examiner. 



Mrs. Thelma C. Heatwole 

Senior Patent & Licensing Officer 


TCH:jor 
Enel 

cc: Jack Hind 

Dr. Eichorn 
Henry Merritt 
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Source: https://www.industrydocuments.ucsf.edu/docs/hykj0000 



